To:  Davis,  Tim[Davis. Tim@epa.gov] 

Cc:  Myiott,  Richard[Myiott.Richard@epa.gov];  Morin,  Jeff[Morin. Jeff@epa.gov] 

From:  Williams,  Caroline 

Sent:  Tue  8/11/2015  12:15:06  AM 

Subject:  RE:  They're  using  r8eisc@epa.gov  as  the  contact  email  for  the  new  Gold  King  Mine  site;  let 

me  know  if  you'd  like  me  to  change  it  to  anything  else 


Yes,  we  will  definitely  go  with  the  shorter  URL  as  soon  as  it’s  in  business. 


From:  Davis,  Tim 

Sent:  Monday,  August  10,  2015  6:12  PM 

To:  Williams,  Caroline 

Cc:  Myiott,  Richard;  Morin,  Jeff 

Subject:  RE;  They're  using  r8eisc@epa.gov  as  the  contact  email  for  the  new  Gold  King  Mine 
site;  let  me  know  if  you'd  like  me  to  change  it  to  anything  else 


That’s  awesome — I love  it! 


In  the  morning,  can  we  change  the  link  at  the  bottom  of  your  email  reply  to  this: 
http://www.epa.gov/goldkingmine? 


Thanks! 

—Tim 


From:  Williams,  Caroline 
Sent:  Monday,  August  10,  2015  6:09  PM 
To:  Davis,  Tim 
Cc:  Myiott,  Richard 

Subject:  RE;  They're  using  r8eisc@epa.gov  as  the  contact  email  for  the  new  Gold  King  Mine 
site;  let  me  know  if  you'd  like  me  to  change  it  to  anything  else 


Also,  if  anyone  sends  an  email  to  that  email  address,  they  are  going  to  get  the  following 
“blanket”  response  (with  the  exception  of  press  people  who  will  be  provided  with  the  next  press 
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conference  info  - if  we  have  it); 


EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to 
ensure  the  safety  of  citizens,  respond  to  coneems  and  to  evaluate  impact  to  water  contaminated 
by  the  Gold  King  Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the 
public  as  experts  work  to  evaluate  any  effects  the  spill  may  have  on  drinking  water,  public 
health,  agriculture,  fish  and  wildlife. 

Please  see  our  website  for  the  latest  information;  http;//www2.epa.gov/region8/gold-king-mine- 

release-emergency-response 

Regular  updates  will  be  posted  as  they  are  available. 


From:  Davis,  Tim 

Sent:  Monday,  August  10,  2015  4;36  PM 
To:  Williams,  Caroline 

Subject:  They're  using  r8eisc@epa.gov  as  the  contaet  email  for  the  new  Gold  King  Mine  site;  let 
me  know  if  you'd  like  me  to  change  it  to  anything  else 


Thanks! 
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